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MR 6 



MR 6 P 2 5 




Test Categories/Tests 

Target Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 

FTC Butt Length, mm 

28.0 




28.0 

MA Tar, mg/cigt. 

30.5 

1.01 

20 


30.8 

1.12 

20 

MA TPM, mg/cigt. 

47.9 

2.01 

20 


48.5 

2.50 

20 

MA Nicotine, mg/cigt. 

2.03 

0.088 

20 


2.04 

0.070 

20 

MA water, mg/cigt. 

15.42 

1.266 

20 


15.64 

1.452 

20 

MA Puffs/Cigt. 

11.5 

0.39 

20 


11.3 

0.36 

20 

Tar/Puff, mg 

MA pH in Whole Smoke (PxP) 

2.6 




2.7 



MA CO, mg/cigt. 

26.3 

1.03 

20 


26.2 

1.17 

20 

TX pH in Whole Smoke 

Filter 

5.1 

0.02 

2 


5,2 

0.11 

2 

Tipping Paper Length, mm 

24.9 

0.19 

20 


25.2 

0.09 

20 

Ventilation, % 

Filler 

12 

2.8 

98 


11 

1.6 

97 

Tobacco Weight, g 

0.741 

0.0057 

2 


0.734 

0.0042 

2 

(l)Total Alkaloids, mg/cigt. 

13.05 

0.035 

2 


13.03 

0.049 

2 

(l)OV After Grinding, % 

11.2 

0.01 

2 


11.0 

0.02 

2 


MR6M 



ML 6 P 2 5 




Test Categories/Tests 

Target Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 








FTC Butt Length, mm 

28.0 




34.0 



MA Tar, mg/cigt. 

29.3 

1.49 

20 


22.0 

1.17 

20 

MA TPM, mg/cigt. 

46.3 

2.86 

20 


32.9 

2.36 

20 

MA Nicotine, mg/cigt. 

1.92 

0.090 

20 


1-50 

0.063 

20 

MA Water, mg/cigt. 

15.11 

1.406 

20 


9.42 

1.280 

20 

MA Puffs/Cigt. 

10.6 

0.43 

20 


11.0 

0.39 

20 

Tar/Puff, mg 

MA pH in Whole Smoke (PxP) 

2.8 




2.0 



MA CO, mg/cigt. 

26.1 

1.48 

20 


23.2 

1.08 

20 

TX pH in Whole Smoke 

Filter 

5.1 

0.10 

2 


5.0 

0.05 

2 

Tipping Paper Length, mm 

25.0 

0.12 

20 


31.1 

0.14 

20 

Ventilation, % 

Filler 

3 

1.9 

100 


20 

2.6 

100 

Tobacco Weight, g 

0.731 

0.0014 

2 


0.679 

0.0028 

2 

(l)Total Alkaloids, mg/cigt. 

13.28 

0.113 

2 


12.22 

0.049 

2 

(1)OV After Grinding, % 

10.8 

0.02 

2 


10.9 

0.01 

2 

All tests were conducted in the 

Philip Morris U.S.A. 

., Product Testing Laboratory 



with the exception of those tests denoted by a (1). 

These tests were performed by Philip 


Morris U.S.A. Analytical Methods 

and Applications Division. 

The 

test results relate to the 


samples submitted to the Product 

Testing Laboratory 

during the stated time 

period. 



Extrapolation outside this time 

period is not appropriate. 
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ML6MB 




MRS 




Test Categories/Tests 

Target 

Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 








FTC Butt Length, mm 


34.0 




35.0 



MA Tar, mg/cigt. 


21.5 

1.15 

20 


30.5 

1.05 

20 

MA TPM, mg/cigt. 


30.8 

1.73 

20 


43.8 

1.88 

20 

MA Nicotine, mg/cigt. 


1.48 

0.074 

20 


2.09 

0.068 

20 

MA Water, mg/cigt. 


7.80 

0.815 

20 


11.2 0 

1.034 

20 

MA Puffs/Cigt. 


10.1 

0.27 

19 


12.6 

0.47 

20 

Tar/Puff, mg 


2.1 




2.4 



MA pH in Whole Smoke (PxP) 









MA CO, mg/cigt. 


20.9 

0.73 

20 


27.6 

1.29 

20 

TX pH in Whole Smoke 


5.0 

0.06 

2 


5,1 

0.06 

2 

Filter 









Tipping Paper Length, mm 


31.2 

0.25 

20 


31.7 

0.26 

20 

Ventilation, % 


27 

3.9 

99 


14 

2.4 

99 

Filler 









Tobacco Weight, g 


0.652 

0.0010 

2 


0.859 

0.0035 

2 

(1)Total Alkaloids, mg/cigt. 


11.57 

0.042 

2 


15.57 

0.007 

2 

(1)OV After Grinding, % 


10.4 

0.00 

2 


11.7 

0.01 

2 


BC5-BW 




meu8 




Test Categories/Tests 

Target 

Average 

StdDev 

N 

Target 

Average 

StdDev 

N 

Smoke 








FTC Butt Length, mm 


23.0 




39.0 



MA Tar, mg/cigt. 


43.0 

1.94 

20 


10.0 

0.91 

19 

MA TPM, mg/cigt. 


56.2 

2.99 

20 


12.3 

1.05 

19 

MA Nicotine, mg/cigt. 


2.99 

0.277 

20 


0.86 

0.042 

19 

MA Water, mg/cigt. 


10.23 

1.339 

20 


1.43 

0.223 

19 

MA Puffs/Cigt. 


13.7 

0.37 

20 


9.1 

0.36 

19 

Tar/Puff, mg 


3.1 




1.1 



MA pH in Whole Smoke (PxP) 






5.2 



MA CO, mg/cigt. 


24.3 

1.04 

20 


17.8 

1.06 

20 

TX pH in Whole Smoke 


5.2 

0.07 

2 


5.0 

0.07 

2 

Filter 









Tipping Paper Length, mm 






36.1 

0.09 

20 

Ventilation, % 






54 

2,1 

100 

Filler 









Tobacco Weight, g 


0.988 

0.0021 

2 


0.589 

0.0010 

2 

(l)Total Alkaloids, mg/cigt. 


18.12 

0.092 

2 


13.66 

0.106 

2 

(1)OV After Grinding, % 


11.8 

0.01 

2 


9.6 

0.01 

2 

All tests were conducted in the 

Philip Morris U.S.A. 

, Product Testing Laboratory 



with the exception of those tests denoted 

by a (1) . 

These tests 

were performed by Philip 


Morris U.S.A. Analytical Methods 

and Applications Division. 

The 

test results relate to the 


samples submitted to the Product 

Testing Laboratory 

during the stated time 

period. 



Extrapolation outside this time 

period is 

not appropriate. 
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TO TEST BRANDS FOR MASSACHUSETTS COMPLIANCE 


Test Categories/Tests _ 

Smoke 

FTC Butt Length, mm 
MA Tar, mg/cigt. 

MA TPM, mg/cigt. 

MA Nicotine, mg/cigt. 

MA Water, mg/cigt. 

MA Puffs/Cigt. 

Tar/Puff, mg 

MA pH in Whole Smoke (PxP) 

MA CO, mg/cigt. 

TX pH in Whole Smoke 
Filter 

Tipping Paper Length, mm 
Ventilation, % 

Filler 

Tobacco Weight, g 

(1)Total Alkaloids, mg/cigt. 

(1 )OV After Grinding, % 


VI SB 


Average 

StdDev 

N 

39.0 

16.9 

1.07 

20 

21.0 

1.30 

20 

1.25 

0.059 

20 

2.88 

0.357 

20 

12 .5 

0.43 

20 

1.3 

5. 2 

17.3 

0.68 

20 

5. 1 

0.08 

2 

36.1 

0.24 

20 

57 

1.9 

100 

0.655 

0.0010 

2 

11.40 

0.226 

2 

10.8 

0.01 

2 


Notationsi 

MR6 - MARLBORO KSF 

MR6P25 - MARLBORO KSF 25/PK 

MR 6 M * MARLBORO KSF M 

ML6P25 - MARLBORO LTS KSF 25/PK 

ML6MB - MARLBORO LTS KSF M B 

MRS “ MARLBORO 100 

BC5-BW - BASIC KS NF 

MEU 8 - MERIT ULTIMA 100 

VI 8 B - VIRGINIA SLIMS ULTRA LTS 100 B 


All Virginia Slim samples (VI 8 B) were taped with 11.7mm tape. 

MR 6 - Values 39 & 33 for test MA-Event were rejected because cigarettes 
were iserted improperly. 

MR6P25 - Value #79 for test MA-Event was rejected because cigarette was 
inserted improperly. 

ML 6 MB - Value #67 for test MA-Event was rejected because cigarette was 
inserted improperly. 


cc; 

All tests were "conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 

Extrapolation outside this time period is not appropriate. 
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